PROJECT  10073  RECORD  CARD 


1.  OfcTE 


97  Sep  60 


3.  DATe*Tme  croup 


Locol « 
GMT^ 


5*  PHOTOS 


26/0492Z 


O Y 


:Q  No 


7.  LENGTH  OF  OBSERVATION 

30  sec i 


10.  BRIEF  SUMMARY  OF  SIGHTING 


LOCATION 


Aiirora,  Colorado 


4.  TYPE  OF  OBSERVATION 
XI  GmuocL  VI  •uol 
□ Alf^Vlniol 


. SOURCE 

Civilian 


O GFoand'Rodor 
□ Alr«lnt*rc»pt  Rodof 


■o  NUMSER  OF  OBJECTS  I 4.  COURSE 


gIjc 


II,  comments 


12.  CONCLUSIONS 

O Batlun 

O Probobljf  BdllooFi 

□ Po4>ibJ/  BoUdon 

□ Woi  Aticraft 

□ Probflbty  Aircraft 
O Potsibly  Aircroft 

□ Wo*  Airfdrromicdl 

D Probably  Asl ronoftilcol 
O Posftibly  Af tmfiomicol 

□ 0(h4*r - L — 

In *uff I anl  Data  for  Evqlodtron 

□ Unkrvown 


six  round,  red  or  maroon  objects,  size  of  pea. 
Had  "V"  formation,  then  split  up  to  a straight 
line  and  faded  slowly  to  S. 


This  is  a one  witness  case  reported  by 
a witness  whose  reliability  Is  reported 
as  "doubtful.”  This  case  is  categorized 
insufficient  data. 


AT1C  FOV7M  IftKV  3b  BHP  Si} 


rJNfiiN 


EF-J53VYA 


P?  RJZDSQ 


''f 

I 


DZ  RJWFAM  2A4 
? 23235 3Z  2EX 


FX  LOWRY  AFD  COLO 


TO  RJWFAL/ADC  ENT  AFB  COLO 


t?o0  SEP  29  02  42 


P.JW2GU/29  AIRDIV  MALMSTROM  AFB  NONT 
RJEDSQ/AEROSPACE  TECHNICAL  INTELLIGENCE  CENTER  UPAFB  OHIO 
RJE2HQ/C0FS  USAF  WASH  DC 
RJEZHQ/OSAF  WASH  DC 
BT 


UNCL  OS  7945.  COFS  USAF  FOR  AFCIN,  OSAF  FOR  SAFIS  UFO. 


15A(1  ) 

ROUND. 

C2) 

PEA. 

C3) 

RED  OR 

MAROON 

• 

(4  ) 

SIX. 

(5) 

V TYPE 

, THEN 

SPLIT  UP. 

C6> 

SPEED 

MOVING 

ACROSS  SKY 

(7) 

NONE* 

C8) 

NONE. 

PAGE  TWO  RJUFAM  2AA 

BCD  OTHER  AIRCRAFT  GOING  FROM  WEST  TO  NORTHEAST. 

C2)  93  DEGREES  FROM  NOUTH. 

C3)  33  DEGREES  TO  THE  SOUTH* 

<4)  BROKE  FROM  A "V"  FORMATION  TO  A STRAIGHT  LINE  NORTHEAST  TO 
SOUTHWEST. 

<5)  FADED  SLOWLY  TO  SOUTH. 

C(S>  33  SECONDS. 

CCD  GROUND  VISUAL. 

C2)  NONE. 


(3)  N/A. 

DCD  23  SEP  /3A22Z  1963. 

(2J  NOGHT  (BRIGHT  MOONLIGHT). 


EC3 


FCD  M 


, AURORA,  COLORADO,  39  A3N,  134  53w 


AURORA  S,  COLORADO, 


HAIR  STYLIST,  RELIABILITY  DOUBTFUL. 

C2)  N/A. 

G 1333  FEET  BROKEN,  15  MILES  PLUS  VISIBILITY,  233/33. 

CD  HIGH  SCATTERED  CIRRUS,  GOOD  SURFACE  VISIBILITY,  15  MILES  PLUS* 
C2)  SURFACE  23  9/33,  € 933  - 163/15,  1333  9 - 273/D,  1633  9 - 323/15. 

2JJ33  - JjJ/15,  3 3 333  - 513/U  :J,  '3)33  - 


PAGE  THREE  RJ’JFAM  2k  k 
C3)  NONE. 

(A)  15  MILES  Plus- 
es) 2/3  COVERAGE. 

C6)  NONE. 

H.  NO  SI-N*  OF  INVERSION  ON  LATEST  RADAR  OBSERVATION. 

I.  NONE. 

J.  TERMINAL  TRAFFIC  AT  LOWRY  AF3  AND  STAPLETON  AIRPORT.  HIGH 

ALTITUDE  JET  TRAFFIC  OVER  DENVER. 

■ 

K.  AIR  OPERATIONS  OFFICER,  NO  COMMENT. R 

L.  NONE. 

BT 

29/31A32  SEP  RJWFAM 


